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Windows 

Store Front Sign 
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Girls’ Quarters 
Stockroom 

Fixture & Baling Rms. 
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Store No. “959 Chicago, 11179" 
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Store Hours 


Previous Year's Figures: 
Sales 301,801.92 4.88% 
Net Prost 15,590.02 5.17 


Waste 3.01 





% of increase or decrease in net profit as of 
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Competition 
0 Organization 


Trend: Sales L949, 01S bw L497 
Expense 
5 Stock Condition 
Remarks from corres. 
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